MONUMENT RECORD 


State of Indiana - County of Monroe 

Section * 11 Township: 9 North Range: 1 East Corner ID: Ben So U-07 

Monument Description & Remarks: Found concrete octagon “U S ” Brass Cap Monument at East 1/4 comer 
of section. Monument measured 0.8' x 0.5' x 0.5'. Old sandstone monument, measuring 1.6' x 1.0' x 0.4', was 
lying out of ground 3' to the north. State forest boundary stakes to the South and East of comer. 


RECOVERY TIE DRAWING 
Field Book 97-02 Page No. 15 
USGS Belmont Quad 


A - “U.S.” Brass Cap Monument 


B - North 48 degrees East, 24.67' from monument 
PK nail in 8" Yellow Poplar 
C - South 56 degrees East, 11.18' from monument 
PK nail in 6" Sugar Maple 
D - South 30 degrees West, 27.84' from monument 
PK nail in 8" Maple 

| E - South 88 degrees East, 20.71' from monument 
Survey marker sign set 2.5' up in 7" Maple 



Not To Scale 
Compass Bearing Magnetic North 
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